’ Approved For Rel&Sse 2004/10/28 : CIA-RDP84-00022R000300100079-5 f- By 


COPY ' 


% 


4 
~@ 


CENTRAL INTELLIGENCE AGENCY ver one ee 
Washington, D.C. p Bole Site es ee tt a ‘A 


r 


31 December 19))8 


1. The revised organization charts now being distributed confirm the 
establishment of the Office of Scientific Intelligence, replacing the Scientific 
Branch of the Office of Reports and Estimates, 


2. Dr. Willard Machle has been appointed as Assistant Director for 
Scientific Intelligence. 


R. H. HILLENKOETTER 
Rear Admiral, USN 
Director of Central Intelligence 
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